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Six sizes of Sundstrand Air Sanders—weighing from 3 to 30 Ib—all 
suitable for wet or dry sanding, give you unmatched freedom of choice. 
Let us show you advantages of each—without obligation, of course. 


—— 









OS-800—lightest weight orbital 
air sander on the market, at only 
3 Ib, packs the power and speed 
needed for production jobs, - 


1000—straight-line sander with 
big abrasive area, operates at 
2500 oscillations per minute, 
palm lever control, 7 Ib. 






OS$-700—single-pad orbital 
sander, weighing 5 Ib, operates 
over 6000 cycles per minute. 















600—heovy-duty, straight-line 
unit for sanding, pumice rubbing, 
or polishing, 1100 oscillations per 
minute. 


4000—straight-line, two-pad 
sander with longer, slower stroke, 
2100 oscillations per minute, 9 Ib. 


SP-101—straight-line, single- 
pad sander, 3000 oscillations per 
minute, 5 Ib. 






PNEUMATIC PRODUCTS 
Sundstrand Machine Tool Co. 2531 Eleventh St., Rockford, Illinois 
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A name to remember in AIR SANDERS 





